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TO TEST BRANDS FOR TEXAS COMPLIANCE 


Test Categories/Tests 


BBL6M-BW 



BBU8-BW 




Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



34.0 




39.0 



Tar/Puff, mg 



2.4 




1.3 



TX Tar, mg/cigt. 



22.5 

1.16 

32 


16.6 

1.00 

33 

TX Tpm, mg/cigt. 



35.2 

1.95 

32 


21.0 

1.30 

33 

TX Nicotine, mg/cigt. 



1.47 

0.282 

32 


1.19 

0.259 

33 

TX Water, mg/cigt. 



11.17 

0.982 

32 


3.18 

0.472 

33 

TX Puffs/Cigt. 



9.4 

0.37 

32 


12.4 

0.36 

33 

TX pH in Whole Smoke 



4.9 

0.00 

2 


4.9 

0.02 

2 

Filter 










Tipping Paper Length, mm 



31.1 

0.18 

20 


36.1 

0.17 

20 

Ventilation 



6 

1.5 

100 


45 

2.4 

100 

Filler 










Tobacco Weight, g 



0.623 

0.0021 

2 


0.730 

0.0021 

2 

Total Alkaloids, mg/g 



16.63 

0.092 

2 


16.43 

0.071 

2 

OV After Grinding 



10.6 

0.03 

2 


10.7 

0.01 

2 



BBU6-BW 




AL8M 




Test Categories/Tests 


Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



35,0 




35,0 



Tar/Puff, mg 



1.5 




2.6 



TX Tar, mg/cigt. 



14.7 

0.74 

34 


30.5 

1.71 

34 

TX Tpm, mg/cigt. 



19.4 

1.05 

34 


44.9 

2.95 

34 

TX Nicotine, mg/cigt. 



1.09 

0.245 

34 


2.19 

0.529 

34 

TX Water, mg/cigt. 



3.62 

0.530 

34 


12.23 

1.383 

34 

TX Puffs/Cigt. 



9.9 

0.35 

34 


11.6 

0.44 

34 

TX pH in Whole Smoke 



4.9 

0.00 

2 


5.0 

0.01 

2 

Filter 










Tipping Paper Length, mm 



31.8 

0.18 

20 


32.2 

0.26 

20 

Ventilation 



42 

2.7 

100 


8 

2.3 

100 

Filler 










Tobacco Weight, g 



0.631 

0.0028 

2 


0.825 

0.0010 

2 

Total Alkaloids, mg/g 



17.09 

0.057 

2 


17.19 

0.014 

2 

OV After Grinding 



10.8 

0.04 

2 


11.0 

0.02 

2 



AL6M 




AG8M 




Test Categories/Tests 


Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 










FTC Butt Length, mm 



28.0 




39.0 



Tar/Puff, mg 



2.9 




1.9 



TX Tar, mg/cigt. 



31.8 

1.40 

33 


23.5 

1.14 

34 

TX Tpm, mg/cigt. 



50.7 

2.35 

33 


32.8 

1.61 

34 

TX Nicotine, mg/cigt. 



2.29 

0.511 

33 


1.70 

0.400 

34 

TX Water, mg/cigt. 



16.66 

1.231 

33 


7.52 

1.206 

34 

TX Puffs/Cigt. 



11.0 

0.36 

33 


12.1 

0.44 

34 

All tests were conducted in 

the 

Philip Morris U.S.A 

., Product Testing Laboratory 



with the exception of those 

tests denoted by a (1). 

These tests were performed by Philip 


Morris U.S.A. Analytical Methods 

and Applications Division. 

The 

test results relate to the 

samples submitted to the Product 

Testing Laboratory during the stated time period. 



Extrapolation outside this time 

period is 

not appropriate. 
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TO TEST BRANDS FOR TEXAS COMPLIANCE 


TX pH in Whole Smoke 

5.0 

0.02 

2 


4.9 

0.01 

2 

Filter 








Tipping Paper Length, mm 

24.9 

0.18 

20 


36.1 

0.38 

20 

Ventilation 

Filler 

0 

0.0 

100 


26 

2.8 

10 0 

Tobacco weight, g 

0.720 

0.0035 

2 


0.776 

0.0010 

2 

Total Alkaloids, mg/g 

18.09 

0.106 

2 


17.13 

0.410 

2 

OV After Grinding 

11.1 

0.00 

2 


10.9 

0.04 

2 


AG6M 



PSM8 




Test categories/Tests 

Target Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 








FTC Butt Length, mm 

34.0 




35.0 



Tar/Puff, mg 

2.1 




2.5 



TX Tar, mg/cigt. 

21.7 

1.08 

32 


29.1 

1.21 

31 

TX Tpm, mg/cigt. 

32.0 

2.33 

32 


43.2 

2.37 

31 

TX Nicotine, mg/cigt. 

1.59 

0.386 

32 


1.94 

0.448 

31 

TX Water, mg/cigt. 

8.74 

1.313 

32 


12.18 

1.545 

31 

TX Puffs/Cigt. 

10.4 

0.51 

32 


11.6 

0.39 

31 

TX pH in Whole Smoke 

Filter 

4.9 

0.05 

2 


5.0 

0.08 

2 

Tipping Paper Length, mm 

31.0 

0.43 

20 


31,9 

0.24 

20 

Ventilation 

Filler 

22 

2.7 

100 


1 

0.1 

100 

Tobacco Weight, g 

0,651 

0.0050 

2 


0.791 

0.0028 

2 

Total Alkaloids, mg/g 

17.77 

0.177 

2 


16.81 

0.516 

2 

OV After Grinding 

10.9 

0.04 

2 


11.5 

0.08 

2 


Notations: 


BBL6M-BW 

BBUS-BW 

BBU6-BW 

AL8M 

AL6M 

AG8M 

AG6M 

PRM8 


BEST BUY LTS KS MEN SP 
BEST BUY ULTRA LTS 100 REG SP 
BEST BUY ULTRA LTS KS REG SP 
ALPINE FF 100 MEN FOIL SP 
ALPINE FF KS MEN FOIL SP 
ALPINE LTS 100 MEN FOIL SP 
ALPINE LTS KS MEN FOIL SP 
PREMIUM BUY FF 100 REG SP 


BBL5M-BW 

AG6M 

PRM8 


- Group 1560 Run 17 Port 13 badported - light came on when lighting 
cigarettes, spring needs replacing. 

- Group 1560 Run 16 Port 12 badported because cigarette burned beyond 
line. 

- Group 1560 Run 14 Port 7 badported because cigarette went out after 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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NONE - TO TEST BRANDS FOR TEXAS COMPLIANCE 


CC: 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1), These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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